Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 
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ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 EB-07 COME-OO /031 W 

029832 

R 031015Z JUN 75 
FM AMEMBASSY HELSINKI 
TO SECSTATE WASHDC 8717 

UNCLAS HELSINKI 1 196 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, FI 

SUBJECT: FDA ADVISORY: DEFECTIVE ELECTRONIC PRODUCT - EXCESSIVE 
ULTRAVIOLET RADIATION 

REF: STATE 126575 

1. WE HAVE CONVEYED ALL INFORMATION CONTAINED REFTEL TO 
MINISTRY FOR SOCIAL AFFAIRS. WE ARE HOWEVER UNSURE OF 
EXACT SIGNIFICANCE OF FOREIGN DISTRIBUTION LISTING IN 
PARA 4 OF FINLAND AMONG OTHER COUNTRIES IN "SUBSIDIARIES" 
SECTION OF LIST. WE GUESS THAT 62 NUVA-LITE ULTRAVIOLET 
DENTAL APPLIANCES WERE SOLD IN FINLAND BY A SUBSIDIARY 
OF L. D. CAULK COMPANY OF DENTSPLY INTERNATIONAL INC., 

CAULK'S PARENT COMPANY. 

2. WE WOULD APPRECIATE RECEIVING THE NAME OF THE AGENT 
IN FINLAND, OF THE SUBSIDIARY OR OF THE APPROPRIATE U.S. 

COMPANY, CAULK OR DENTSPLY. THIS WOULD GREATLY ASSIST THE 
MINISTRY IN TRACKING DOWN THE RELATIVELY FEW MACHINES 
APPARENTLY IN USE IN FINLAND. 
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